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Message Text 

UNCLASSIFIED 

PAGE 01 BUENOS 04145 311542Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

022947 010449Z/16 

R 311258Z MAY 78 
FM AMEMBASSY BUENOS AIRES 
TO SECSTATE WASHDC 5897 
USDOC WASHDC 

UNCLAS BUENOS AIRES 4145 

E.O. 11652: N/A 
TAGS: BEXP.ENRG.AR 

SUBJECT: EARLY WARNING: LUJAN DE CUYO THERMAL ELECTRIC 
POWER PROJECT 

1 . AGUA Y ENERGIA ELECTRICA (A&EE) IS PLANNING THE ENLARGEMENT 
OF THE EXISTING THERMAL ELECTRIC POWER STATION AT LUJAN 

DE CUYO, PROVINCE OF MENDOZA, ARGENTINA. THIS PROJECT 
CALLS FOR THE SUPPLY AND INSTALLATION OF AN ADDITIONAL 
125 MW STEAM TURBOGENERATOR GROUP WHICH CAN BE EITHER OIL 
OR GAS FIRED. THIS TURBINE AND GENERATOR HAVE ALREADY 
BEEN SUPPLIED BY THE CZECHS (SKODA). THE BOILER, 

HOWEVER, IS YET TO BE TENDERED. WHILE THE BID 
SPECIFICATIONS WILL UNDOUBTEDLY CALL FOR A CONSIDERABLE 
MEASURE OF LOCAL CONTENT IN THE CONSTRUCTION OF THE 
BOILDER 40 OR 50 PERCENT OF THE VALUE OF THE COMPONENTS 
WILL PROBABLY BE IMPORTED 

2. THE BID CONTEST IS EXPECTED IN APPROXIMATELY THREE MONTHS 
TIME. A&EE IS NOT YET CERTAIN WHETHER THERE WILL BE A 
PREQUALIFICATION PHASE FOR THIS BID CONTEST. THE IMPORTED 
BOILER COMPENENTS WILL AMOUNT TO APPROXIMATELY US$4.5 
MILLION. U.S. FIRMS MAY CONTACT A&EE FOR FURTHER 
INFORMATION AT THE FOLLOWING ADDRESS: 

ING. ROBERTO ESTEVEZ 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BUENOS 04145 311542Z 

GERENTE 

DEPARTAMENTO INGENIERIA TERMICA 
AGUA Y ENERGIA ELECTRICA 
SARMIENTO 1113,2 PISO 
BUENOS AIRES. 

TEL): 35-2180) 
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3. THE FIRST PHASE OF THE LUJAN DE CUYO POWER PLANT WILL BE 
COMPLETED IN JULY 1978 AND HOUSES FOUR TURBOGENERATOR 
GROUPS OF 30MW EACH WHICH WERE PURCHASED IN ITALY AND 
SWITZERLAND. THE FIRST TURBOGENERATOR GROUP WILL BE 
OPERATIONAL IN JULY 1978, WHILETHE REMAINING THREE 
GROUPS WILL PROBABLY BE OPERATIONAL BY DEC 1978. 

CASTRO 
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